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PART I— Section 3 

Notifications relating to Non-Statutory Rules, Regulations, Orders and Resolutions Issued by 

the Ministry of Defence 


MINISTRY OF DEFENCE 

New Delhi , the 27 th September 1952 


No* 1075. — In the Civilians in Defence Services 
(Revision of Pay) Rules, 1947, the following corrections 
shall be made: 

In the Schedule to the said Rules, under the heading 
‘Naval Headquarters’ Sub-Head “Fire Fighting Orga- 
nisation* Indian Naval Dockyard”: — 

1. Under the column “Name of Post", 
for “Deputy Fire Officer" 

substitute “Deputy or Assistant Fire Officer". 


2. Under the column “Existing Scale", against the 
post of “Leading Fireman or Havildar Fireman", 

for “45 — 2—65" 

substitute “45—2/2^17—2—35". 

3. Under the column “Existing Scale", against the 
post of “Fireman" 

for "35 — 1 — 40" 

substitute “35 — J — 36 — 1 — 40". 
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